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UNITED BTATES INTELLIGENCE BOARD 
COMMITTEE ON DOCUMENTATION 
Working Group on Energency Planning 
AGENDA 
Date: Wednesday, 2 August 1961 
Time: 1430 hours 
Place: 1006 M Building 


i. Approval of Minutes of previous meeting. 


2. Review of departmental deposit programs. (Presentation 
by each Working Group member. ) 


3. Deposit of information regarding holdings of other sites. 
(A modified or expanded version of above presentations? ) 


4, Liaison procedures among relocation sites. 


Dd» Demonstration of miitiple deposit file. 
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